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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


SECOM-D-721 
21 November 1979 


MEMORANDUM FOR: Chairman, DCI Security Committee 


STATINTL FROM: : F . 
Chairman, Investigative Standards 
Working Group i 
SUBJECT: © Recommendations of the House Permanent 


Subcommittee on Intelligence 


1. Attached is a proposéd response to the recommendations 
recently made by the Oversight Subcommittee of the House 
Permanent Select Committee on Intelligence, with a cover 
letter for your signature. 


'2. The Investigative Standards Working Group prepared 
this response to reflect a concensus of the Group. It has not 
been cleared formally with individual agencies. 


3. It will be obvious that some of the recommendations 
gave the Working Group some difficulty. It may not be within 
the power of the SECOM, or, indeed, within the power of the 
Community as a whole, to resolve some of these matters. 


4. The Working Group recommends that the SECOM concur 
with the response and authorize you to forward it to the 
House Subcommittee. . 
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